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Clifford B. McManus, Newly Elected President of the Georgia Power Co 


HOIN HOSUY. NNV 
L8SI NZD 
HOTM 40 AINN 






rao en oe 


. See F 
eZ HORS Baa vO, ¥ 


ah 
= 

rk + 
a 


aa 4 
oe pees 4 


- eee Hay 


THAT’S THE TITLE of the third program in General Electric’s new 
farm electrification campaign, More Power to the American Farmer! 
And it’s being released now through local G-E Farm and Home Dealers 
and distributors. Its purpose is to help you show farmers all over the 
country the benefits they will derive from curing hay in the barn rather 
than in the field. 

The program features ‘“Green Hay,” a sound and color motion picture 
designed for presentation at farm meetings. This is supplemented by an 
attractive booklet for distribution to members of the audience at these 
meetings to summarize for them the important points of the film. Here 
are some of the big advantages this motion picture highlights—advantages 
for the farmer who barn-cures his hay: 


Economical Operation—Electric 50 pounds daily milk production. 
power to drive a blower in the mow Grain savings run to $500 a year for 
costs only 75 cents to $1.50 per ton 25 cows. 

for the entire curing period. Necessary 

ducts and vents can be made out of 

cheap lumber, no special carpentry 

skill required. 


Better Quality Hay—Government 
tests show barn-cured hay is greener, 
more leafy than field-cured hay, and 
contains more proteins and carotene 
for better milk and meat production. 


Less Worry About Weather— 
From mower to mow in 24 hours with 
barn hay curing. Surveys show that 
25% of America’s field-cured hay is 
lost or damaged in rain. With barn 
curing, hay can be brought in out of 
the rain. 


Lower Feed Costs—University 
findings prove that barn-cured hay 
allows a cow to eat 4 to 8 pounds 
less grain per day, and still maintain 


Less Worry about Fire Hazard—| 
Cool air blowing through hay prevent — 


hot spots, and practically eliminates 
threat of spontaneous combustion. 


You, the suppliers of electrical 
power, are invited to join agricul 
tural leaders, equipment manufac 
turers, distributors, dealers, and 
General Electric in arranging for 
local presentations of ‘“Green Hay’: 
Two other More Power to the 
American Farmer programs, ‘Wired 
for Life’ and ‘Running Water 0 
the Farm” are still available, to 
General Electric Company, Sche- 


nectady 5, N. Y. 
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ELECTRICAL WORLD 


ELECTRICAL INDUSTRY’S 


The Electrical Week 


The top of the week’s news is out of Washington, 
where the Federal Power Commission urged utility 
systems to interconnect swiftly. In California, the 
state’s Municipal Utilities Association was warned 
that rising costs may make it impossible for present 
revenue levels to meet future operating costs. In the 
Southeast, Georgia Power Co is attempting to raise 
local capital to finance its expansion program. And 
in Albany, Federal Power Commissioner Leland Olds 
burned some political red fire for New York’s Young 
Democrats. 


Look for an intensification of competition in the magnet 
wire business. The industry's biggest producers are out 
to restore the positions they held before the war. 


FPC shortly will expand its Form 12 report for 
electric utilities. Commission wants more prompt in- 
formation as to system capacity and major load 
shifts, such as installation dates of new generating 
equipment, retirement of old plant, ete. FPC has 
authority to demand such data under Sec. 311 of the 
Power Act. 


How to protect the union’s interest without being 
accredited by the National Labor Relations Board is 
the subject of U. E. strategy conferences in New York. 
Union leaders at General Electric participated. Leaders 
at Syl: ania, Westinghouse and General Motors are to take 
part in succeeding weeks. 


U. S. Sen. Claude Pepper, Florida Democrat and 
one of the most active members of Congress’ public 
power bloc, is scheduled to address the Southeastern 
Electric Exchange’s general meeting next April. 


Many auto makers are reported, after long tests, about 
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WEEKLY NEWS REPORT 


ready to adopt induction heating on a grand scale. One 
manufacturer calculates that the auto industry will take 
from 8 to 10 times the amount of induction heating equip- 
ment that has already been sold. 


Perfected is a recording frequency meter that dis- 
places the pen 1.6 in. for each one-tenth cycle. It has 
a chart travel of 12 in. per minute. The zero is 80 ft. 
off the chart. 


The Los Angeles municipal is planning three 37,500-kw 
machines for use as run of river plants at locations several 
miles apart. They will operate unattended. 


BLS finds that the first and second-round wage 
increases add up to a 31 percent boost in wage rates, 
while cost of living has gone up 24 percent. 


AFL’s Southern drive report credits IBEW with 6,500 
increase in membership over last year, including new 
dues-payers at “three or four big power companies.” 


One of the bases for the Wage-Hour Administra- 
tor’s hearings December 2 and 3 on proposed changes 
in exemptions for executive, administrative and pro- 
fessional personnel is a petition filed by the CIO 
Electrical Workers. The union asks that a $500 
monthly salary be made one of the conditions for 
exemption. 


The trend is to steer as clear as possible of dealings 
with organized construction labor. More customers want 
switching structures shipped practically assembled—with 
costs and labor problems the primary motivation here. 
On the other hand, manufacturers are getting as far as 
possible away from quoting equipment prices on a “de- 
livered-erected” basis. They seek a “delivered-super- 
vised” basis. Where it must erect equipment, one large 
manufacturer always endeavors to subcontract the job. 
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F'PC Urges More Interties 
to Make Best Use of Capacity 


Offers Exemptions from Regulatory Control during Emergeney 


—Recommends New Major Interconnections in Midwest and 
East—Absolves Utilities of Blame for Tight Power Supply 


WASHINGTON—Further “emergency” 
interconnections of electric utility sys- 
tems are urged this week by the Fed- 
eral Power Commission as the only im- 
portant means not fully exploited to 
make “maximum use” of existing gen- 
erating capacity. 

The commission promised to grant 
swift exemptions from federal regula- 
tory control for “advantageous” energy 
exchanges under emergency provisions 
of Section 202 of the Federal Power 
Act. It also offered the services of its 
engineering staff to investigate possi- 
bilities for new interties. 

FPC conceded that 1,500 intercon- 
nections, including most of those estab- 
lished during the war, are “now in ex- 
istence.” But it insisted that utilities, 
“both public and private,” make new, 
and strengthen old, interties which are 
“feasible” and will “promote maximum 
use” of present capacity. 


Needed in 11 Areas 


The commission specifically recom- 
mended establishment of new major 
interconnections in eleven areas in the 
Fast and Midwest. It urged expansion 
of present facilities for energy ex- 
changes in seven other localities. In 
addition, it asserted there are “un- 
doubtedly” other areas where inter- 
connections would be helpful in 
“alleviating the present situation.” 

Nowhere in its long-awaited survey 
of national power supply, which con- 
tained the appeal for additional emer- 
gency interconnections, did FPC imply 
it was planning to exercise its author- 
ity to compel such operations. The 
Commission apparently hopes chiefly to 
get utility representatives into confer- 
ences with its engineers to discuss 
technical aspects of further interties. 
As the survey noted, FPC already has 
demonstrated a readiness to grant reg- 
ulatory exemptions for emergency ex- 
changes of energy. 

Commission spokesmen agreed that 
few important new _ interconnections 
could be established in time to render 
assistance in meeting this winter’s de- 
mands. But the survey held that “the 
scarcity of power” is likely to continue 
through 1948 because of “unavoidable” 
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Capacity, Peak, and Production 


Installed Depend- 
Capacity* able 
Capacity* 


Peak 


Year Lead* 


1947 (est.) 

1946 

1945 

1944 

1943 

1942 

1941 

1940 

1939 ‘ 
* Million Kw 


49.6 49.5 
47.7 44.7 
47.5 39.4 
45.9 39.4 
44.5 38.5 
41.8 34.3 
39.3 32.9 
36.2 29.1 
34.7 26.8 
** Billion Kwhr 
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delays in installations of new generat- 
ing equipment. 

New major interconnections 
suggested as follows: 


were 


Between Maine and New Hampshire, 
to effect a link with other intercon- 
nected systems of New England. 

Across New Jersey and southern New 
York into Connecticut. 

An east-to-west tie across Virginia. 

Two links from southern Michigan 
systems, into Ohio and Indiana. 

Three tie lines out of northern and 
central Illinois, into Wisconsin, Iowa, 
and Missouri. 

Interties of Iowa and Missouri sys- 
tems with public power in Nebraska. 

A tri-state link through Arkansas, 
Missouri, and Kansas. 

A new Maryland-Pennsylvania inter- 
nection. 

FPC also urged “strengthening” of 
existing facilities linking southern 


Cheap at That 


To get the new 108,000-kw 
Grand Coulee generator back on 
the line in a hurry, six tons of 
bearings were sent air express 
from Pittsburgh at a cost of 
$7,500. Electricity valued at this 
amount can be produced by the 
unit in a day and a half. The 
fastest railway express shipment 
would have taken much longer 
to arrive. The unit developed 
bearing trouble soon after it was 
installed. 


Washington, eastern Oregon and Idaho; 
between Oregon and California; Calj. 
fornia to Arizona; in Texas, from the 
Gulf Coast northward; from central 
Florida to southern Georgia; norther 
Virginia into Maryland; across wester 
Pennsylvania. 

Commission representatives reported 
they had conferred closely with jp. 
dustry sources in gathering power sup. 
ply statistics. It is noteworthy that 
FPC’s estimate of the approaching na. 
tional peak load in December—49, 
500,000 kw—approximates previous 
predictions of the Edison Electric In. 
stitute—about 49,000,000 kw. 

In pointing out that this demand wil] 
almost overtake dependable capacity of 
existing generating plant, estimated 
at 49,600,000 kw for December, FPC 
found no cause for alarm. The na. 
tional power supply situation is “ser- 
ous” it asserted. But “the supply 
available should be adequate to meet 
all essential needs” if utilities, equip- 
ment manufacturers, state and federal 
regulatory bodies, and power consun:- 
ers give “full assistance and coopers- 
tion.” Consumers should “cooperate 
fully” in conserving energy whenever 
requested to do so. 

The “scarcity of power” developed 
despite the “best efforts of companies 
to install needed generating facilities 
and of manufacturers to produce nee- 
essary equipment,” FPC found. With 
power demand soaring after the war to 
record levels, “unavoidable installation 
delays” developed because of the “in 
ability of manufacturers to turn out 
equipment rapidly enough to meet the 
need.” 


Waukon, Ia., Winning Fight 
to Start Municipal System 


Waukon, Iowa, has won a battle i 
the lower courts to establish a municipal 
power system. The Interstate Powe! 
Co, however, has indicated that it wil 
carry its battle against the system to the 
Iowa Supreme Court after a distric 
judge had refused the utility a perm § 
nent injunction. 

Voters of the town in June, 1946, ap 
proved the issuance of $300,000 in rer 
enue bonds to finance the system. La 
March the utility, which serves th 
town, secured a temporary injunclld 
to prevent the town officials and cot 
tracting firms from going ahead wi 
the work. 

The company charged that the tol! & 
cost of the system would exceed the 
$300,000 bond issue, that the propo! 
plant would lack dependable capac!!! 
and that the bids for contracts © § 
tained discrepancies. 
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2 Pacific Coast Utilities 
Warn of Power Scarcity 


Two Pacific Coast power companies, 
the San Diego Gas & Electric Co and 
Mountain States Power Co, Albany, 
Ore., have moved to prepare their cus- 
tomers for possible power breakdowns 
during the peak winter months. 

The San Diego utility took news- 
paper space to explain its tight power 
situation and announce that a radio 
appeal is planned in case of an emer- 
gency. Mountain States has mailed 
each of its 44,000 customers a letter 
telling them that they must expect 
service interruptions this winter and 
urging them to conserve power, es- 
pecially from 10 am to noon and from 
4 to 6 pm. 

SDG&E’s ad pointed out that the 
company has added 16,000 new custom- 
ers since V-J Day, that its new 50,000- 
kw station will not be completed in 
time for the winter peak, that its 


| transmission lines are overloaded, and 


demand for power is increasing. 

The advertisement said that in the 
event of a power source failure, all 
customers will be asked over the radio 


' to use as little electricity as possible. 


If the response is not sufficient, sec- 
tions of the city then will be shut down 
in rotation until demands can be met. 

The advertisement also carried the 
} utility’s first public announcement of a 


) second 50,000-kw turbine for delivery 


and installation in 1950 at a cost of 
) $7,500,000 and reminded readers that 
it has embarked on a $40,000,000 pro- 
) gram of system and plant improvements 
g between now and 1952. 

San Diego’s capacity is 204,000 kw, 
jand its latest peak demand was 191,- 
+000 kw with demands over 200,000 kw 

anticipated before the new 50,000-kw 
junit at the Silvergate plant can be 

completed. The principal tie-in, with 
}Southern California Edison, is a line 

rated at 35,000 kw and carrying 47,000 
kw almost constantly. 

| Peak load on the Mountain States 
#system has grown from 29,800 kw in 
91944 to 50,000 in 1946, with 63,000 kw 
expected next month. The company 
sees little chance for relief until the 
completion of McNary Dam in 1951. 


25-Year Franchise Voted 


lowa Public Service Co won a re- 
newal of its franchise in Quimby for 25 
» ars at a recent election. 
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L. V. SUTTON, president, Carolina Power & 





Light Co, introduces R. Gregg 


Cherry, governor of North Carolina, to county winners of 4-H Club “Better Meth- 
ods Electric Contest.” Sponsors of the contest were CP&L, Virginia Electric & 
Power Co, and Westinghouse Electric Corp. Left to right are L. V. Harrill, state 
4-H leader; Governor Cherry; President Sutton; W. E. Wood, VEPCO vice: 
president; and S. P. Vecker, CP&L vice-president 





FPC Starts Conferences 
on Revision of Power Act 


The Federal Power Commission this 
week opened a series of conferences 
aimed at drafting a compromise on pro- 
posed amendments of the Federal Power 
Act. The discussions were scheduled at 
the behest of the House subcommittee 
handling the Miller bills, which pro- 
pose sweeping revision of the Act. 

This week’s session (Nov 26) brought 
together Commissioners Harrington 
Wimberly, Leland Olds, and Claude 
Draper and John E Benton, advisory 
counsel, and Frederick G. Hamley, gen- 
eral solicitor, representing the National 
Association of Railroad and Utilities 
Commissioners. FPC Chairman Nelson 
Lee Smith was unable to be present be- 
cause of illness. 

Commission members will confer Dec 
15 with a 10-man committee represent- 
ing the National Association of Electric 
Companies. The committee will be com- 
posed of C. L. Campbell, Connecticut 
Light & Power Co, chairman; James M. 
Barry, Alabama Power Co; Walker Cis- 
ler, Detroit Edison Co; J. E. Corette, 
Jr, Montana Power Co; William P. 
Hammond, Georgia Power Co; C. E. 
Kohlhepp, Wisconsin Public Service 


Canada, $7 for one year, 
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Corp; A. J. Priest, Ebasco Services, 
Inc; O. D. Smith, Connecticut Light & 
Power Co; Albert F. Tegen, General 
Public Utilities Corp, and John A. 
Woodbridge, Union Electric Co of St 
Louis. 

NARUC already has given the Miller 
bills its approval, with certain reserva- 
tions. The Association’s principal ob- 
jection to the measures was based on 
the view that they did not clearly award 
to the states full jurisdiction over 
electric utility operations where FPC 
authority would be denied. Rep. Wil- 
liam Miller, Connecticut Republican, 
who sponsored the bills, announced 
that he would prepare an amendment to 
cover this objection. 

Chairman Leonard W. Hall, New 
York Republican, who heads the Inter- 
state Commerce Subcommittee in 
charge of the bills, has indicated that 
he does not plan to reopen hearings on 
the measures. The subcommittee is 
anxious, he said, to hear the results of 
the conferences between FPC and the 
NARUC and industry groups, however. 

FPC has invited industry groups not 
represented by the NAEC committee to 
submit views on the Miller bills “in 
such manner as they desire” to the 
Commission by Dec 15. 
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Olds Spurs Democrats 
to Victory on Power Issue 


“[ want you to join me in making 
(power) an issue which the Democratic 
Party will again ride to victory,” Fed- 
eral Power Commissioner Leland Olds 
told the Affiliated Young Democrats he 
addressed at Albany (Nov 22). 

It was a political speech, and Olds at- 
tacked as bitterly as ever the electric 
utility industry of which he is a quasi- 
judicial] regulator. 

“The gigantic strength of reactionary 
forces in the power industry, in the 
natural gas industry, and more broadly, 
in the allied business groups, is mobi- 
lized to throw the Roosevelt power and 
utility program back for a loss,” Olds 
told his audience. 

“These special interests are putting 
strings on TVA. They are attempting 
to block power at government dams. 
They are holding up extension of the 
TVA principle to other river basins. 
And in the field with which I am most 
familiar, they are seeking to amend the 
Federal Power Act in such a way as 
to restore the country’s water powers to 
unlimited private exploitation.” 

Olds’ address preceded by three 
weeks an industry-FPC meeting aimed 
at resolving differences on the Miller 
bills, which would amend the Federal 
Power Act. 

Lauding Teddy Roosevelt and claim- 
ing support of liberal Republicans, Olds 
told the Democrats: 

“A campaign on the right side of that 
(the power) issue appeals to the house- 
wife and the farmer and the man who 
pays the domestic electric bills; it ap- 
peals to consumers of gas for cooking 
and househeating; it appeals to the peo- 
ple of our great Southwest, Southeast, 
and Northwest—and even to the north- 
ern counties of New York and New 
England, to whom balanced regional 
development will mean freedom from 
dependence on the centralized economic 
power of the country’s great financial 
capital. It appeals to the interest of 
every family in the land.” 

Olds praised President Truman as “a 
leader who faces the issues without 
flinching,” and added: 

“So I say, as we enter into this criti- 
cal presidential year, we face a fight on 
one of the best issues on which Demo- 
cratic candidates have won victory after 
victory.” 


Installs 18,000-Kva Unit 


The Powell River Co, Vancouver, 
B.C., has installed an 18,000-kva hydrau- 
lic turbine and generator at the Lois 
River 13 miles south of Powell River. 





women are awaiting their interviews 





Lincoln Electric Employee 
Annuities Get Court Okay 


The Lincoln Electric Co, Cleveland, 
has won its fight with the U. S. Tax 
Court to allow almost $2 million in em- 
ployee annuity and trust fund payments 
as “ordinary and necessary expenses” 
deductible from income for tax pur- 
poses. 

Yielding to a decision of the Sixth 
U. S. Circuit Court of Appeals, the 
Tax Court vacated its decision of 
March, 1946, which disallowed the de- 
ductions. The Tax Court directed a 
recomputation of the tax. 

The Tax Court’s earlier decision had 
been a threat to continuance of Lincoln’s 
well-publicized employee incentive plan, 
which is getting favorable attention from 
the Joint Committee of Congress set 
up under the Taft-Hartley Act to study 
incentive systems. 

Lincoln, maker of welding equipment, 
had paid more than $2 million in pre- 
miums on a group retirement annuity 
policy between 1936 and 1941. The 
Tax Court disallowed payments of 
$400,000 in 1940 and $575,000 in 1941, 
and also $1 million put into an em- 
ployees’ trust fund at the end of 1941. 
The trust fund, together with earnings, 
was to be distributed among the em- 
ployees after ten years on the basis of 
their compensation during 1941. The 
company considered it additional com- 
pensation for services rendered and it 
was intended to provide separation 
allowances to employees who might lose 
their jobs after the end of the war. 

The Circuit Court called attention to 


COOPERATING with Cincinnati radio stations in observing National Radio Week, 
the Cincinnati Gas & Electric Co set up a broadcasting booth in the lobby of its 
main office. All types of shows were broadcast. Here J. Reed Hartman, CG&E 
vice-president, is interviewed by Paul Hodges, WCPO “Man on the Street.” The 
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the fact that the tax commissioner gave 
no clue as to why he allowed the 
premiums as deductible before 194 
but declined to do so in 1940 and 1941, 

The Appeals Court recognized that, 
if the Tax Court’s ruling were allowed 
to stand, “other incentive plans for 
the preservation of industrial peace may 
be thwarted.” It made clear, however, 
that this was not the legal basis for its 
decision. 














New FPC Rules Reduce 
Paper Work for Utilities 


Electric utilities will be able to drop 
a substantial amount of paper work 
starting Jan 1. Such will be the effect 
of amendments of its administrative 
rules adopted recently by the Federd 
Power Commission. 

The amendments change the periods 
of time during which utilities must pre 
serve numerous records and documents 
in compliance with Sections 301 and 
309 and related provisions of the Feé 
eral Power Act. In most cases, tit 
preservation periods have been sul 
stantially reduced. Records involved 
include those pertaining to corporal? 
and general activities, plant and de 
preciation reserves, treasury records 0! 
service to consumers, payroll and pe 
sonnel, purchases and stores, and ope! 
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tions. 

FPC proposed revision of these T™ 
last May after consultation with the 
Committee on Statistics and Accoutl 
for the National Association of Rall 
road and Utilities Commissioners 
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Municipals Advised to Get 


Reasonable Power Rates 


California Group Hears Speaker 
Praise Business-Managed Utilities 
for Their Great Rate Reductions 


Careful evaluation of factors such as 
rising unit costs of material and labor 
jindicates*that present*revenues may not 
be adequate to meet increased costs of 
operation of utilities in the future, in 
the opinion of Roy Wehe, assistant di- 
rector of public utilities, Public Utilities 
Commission of California. 

Wehe, speaking before the annual 
conference of the California Municipal 
Utilities Association in Sacramento Nov 
19-21, added that he believes it sound 
for municipal utilities to charge reason- 
able rates for service rendered to mu- 
nicipal functions. “Charity,” he said, 
“should be paid out in dollars, not in 
special low rates.” In answer to a ques- 
tion from the floor on another aspect of 
rate structures and trends, he observed 
that the government can realize maxi- 
mum revenue from Central Valley 
power by sale of that power at present 
rates at the busbar; this rather than by 
resale to individual utilities over trans- 
mission lines owned by the Bureau of 
Reclamation. 

Carlton L. Nau, general manager of 
the American Public Power Association, 
pointed out the good position of private 
utilities stemming from improved tech- 
nology, larger units, and interconnection 
systems. These factors, he said, have 
given the private utilities a greater ratio 
of rate reduction in the past than public 
bodies. Continuation of this trend, he 
added, may deprive the public bodies of 
one of their greatest advantages—lower 
rates. 

During discussion of labor relations 
problems of public employers, I. L. 
Bateman, assistant manager of opera- 
tions, Los Angeles Department of Water 
& Power, outlined the grievance plan 
recently incorporated directly into the 
working rules of the Department. Under 
this plan grievances concerning wages 
are separated from all others and set- 
tled by job evaluations setup after a 
comprehensive two-year survey and 
study, Of the remaining grievances, it 
Is expected 95 to 98 percent will be 
settled directly at the supervisory level 
without need for further appeal. 

Principles governing relocation of 
utility facilities on state highways con- 
verted to freeways drew trenchant com- 
ment after presentation by C. F. Mont- 
gomery, attorney, State Division of 
Highways, Considerably modified since 
its original appearance, the subject 
Collyer-Burns Act (which applies only 
to freeways) provides that the state will 
pay for relocation of existing lines when 





ANNUAL MEETING of the California Municipal Utilities Association brought 
together H. P. Huls, left, president, California Public Service Commission; G. A. 
Baxter, Public Utilities Board, Alameda, Association president; F. V. Frey,’ Pasa- 
dena Municipal Light & Power Department, Association secretary; and J. E. 
McCaffrey, general manager, Sacramento Municipal Utilities District 


ordinary highways are changed to free- 
ways—provided the line was built be- 
fore the highway. The State will also 
pay where it is necessary to relocate a 
line not already on a state highway. 
Addition of a provision for making ex- 
ceptions to the act in cases of extreme 
hardship indicated the desire of the 
state to establish a mutually satisfactory 
means for making equitable settlements 
under the act. 


Ready to Sell Out 


Despite increased rates if the sale is 
approved. Monticello, Wis., has applied 
to the Public Service Commission for 
permission to sell its municipal power 
plant to the Wisconsin Power & Light 
Co for $25,000. The system is run 
down and can no longer supply the 
demands of its commercial consumers. 
The town estimates that it will get 
$1,000 a year in taxes from the utility 
and would gain $5,350 annually from 
the transaction. 


George Won’t Serve 
Gov. James H. Duff of Penn- 


sylvania will have to name some- 
body else to his labor-manage- 
ment advisory committee. George 
L. Mueller, president of the In- 
dependent Association of Em- 
ployees of the Duquesne Light 
Co, an original appointee, has 
refused to serve because he is 
opposed to the legislation which 
led to the creation of the group. 
The legislation followed the 
strike last year of Mueller’s 
union. 
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FPC Grants Some Claims 
of Metropolitan Edison Co 


Metropolitan Edison Co can claim a 
partial victory in its bid for revision 
of the company’s federal license for its 
hydroelectric project at York Haven, 
Pa. But the company cannot estimate 
the extent of its gain—if any—until the 
Federal Power Commission finally fixes 
the basis for determining amortization 
reserves on licensed projects. 

An FPC order last week (Nov 21) 
eliminated language m the York Haven 
license calling for annual deductions 
from surplus earnings for amortization 
reserves. The order left unspecified the 
method for setting aside such reserves, 
pointing out that they need not be ac- 
cumulated until 20 years after the effec- 
tive date of the license—January 1, 
1938. 

The York Haven license case was one 
of the most important proceedings in- 
volved in FPC’s recent effort to clarify 
amortization procedures required by 
Sections 3 (13) and 10 (d) of the Fed- 
eral Power Act. Last month the Com- 
mission abandoned a proposal drafted 
by its attorneys to require application of 
earnings in excess of “fair return” 
annually to amortization reserves. These 
sums would have been deducted from 
the original cost of the project. This 
proposal aroused almost unanimous op- 
position among federal licensees (EW, 
Oct 18, Page 20). 

FPC since has been conferring with 
licensees, including Metropolitan Edi- 
son, in an effort to establish a method 
for determining net investment and 
amortization payments as prescribed by 
the Power Act. These studies are ex- 
pected to result eventually in adoption 
of a formula which will be applied to 
all federal hydro licenses. 

Metropolitan Edison’s requests for 
other revisions of the York Haven 
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FARM SPECIALISTS and rural representatives of operating electric utilities from nine states at a recent two-day rural light- 
ing conference at the General Electric Lighting Institute, Nela Park, Cleveland. Total attendance was 80 





license were dismissed. These included 
proposed modification of provisions fix- 
ing net investment at the beginning of 
the license period as original cost less 
accrued depreciation. The company 
also sought to extend the license period, 
starting Jan 1, 1940, instead of two years 
earlier, and to provide for review of the 
fair rate of return on investment in the 
project, fixed by FPC at 6 percent. 


EEI Offering 2 Lectures 
on Home and Store Wiring 


Two illustrated lectures, one covering 
the basic facts of residential wiring, 
the second on commercial building re- 
wiring, have been published by the 
Edison Electric Institute. Sets of Koda- 
chrome slides are provided as integral 
parts of the talks. 

The lectures, prepared by the Insti- 
tute’s Wiring and Specifications Com- 
mittee, are intended to help utilities 
spread knowledge of new wiring ma- 
terials and modern methods among cus- 
tomer groups, architects, electrical 
contractors and inspectors, and builders 
and building managers. 

EEI is offering the lectures with 
slides at $25 a set. 


Deming Grants Franchise 


The Public Service Co of New Mexico 
has obtained a new franchise from the 
town of Deming. The franchise calls 
for payment to the town of 2 percent of 
gross revenue, which town officials esti- 
mate will amount to about $2,394 an- 
nually. 


Electric Energy Sales Rose 
9.9 Percent in August 


Sales of electric energy to ultimate 
customers in August, 1947, totaled 18,- 
099,123,000 kwhr, compared with 16,- 
473,601,000 in August, 1946, an in- 
crease of 9.9 percent, the Edison Elec- 
tric Institute reports. 

Revenues from ultimate customers 
amounted to $315,590,400, compared 
with $287,055,200 in August, 1946, an 
increase of 9.9 percent. 

For the twelve months ended August 
31, 1947, the average use per customer 
advanced to 1,400 kwhr from 1,300 
kwhr for the preceding year, an in- 
crease of 7.7 percent; the average an- 





Classification of Sales, August, 1947 





Kilowatthour 
Sales Million Kwhr % 
August 1947 1946 Change 


Residential or demestic... 3,332 2,900 e 
Rural (Distinct rural rates) 681 548 +24.3 


Commercial or industrial 


Small light & power... 3,252 2,815 +15.5 

Large light & power... 9,601 8,953 + 7.2 
Street & highway lighting. 175 168 + 3.8 
Other public authorities.. 483 468 + 3.6 
Railways and railroads 

Street & interurban..... 324 352 — 7.8 

Electrified steam railroads 208 220 — 5.6 
Interdepartmental ........ 44 51 —13.4 

Total to ult. customer. ..18,099 16,474 + 9.9 








nual bill to $43.68 from $42.64, an in- 
crease of 2.4 percent; revenue per kwhr 
dropped to 3.12 cents from 3.28 cents, 
a decrease of 4.9 percent. 


PUD Regional Group OK 


Public utility districts in Washington 
may join and financially support a re- 
gional organization which extends be- 
yond the PUD’s geographic limits, State 
Attorney General Smith Troy has ruled. 


November 


F. A. Stewart, managing director of the 
PUD’s, had asked the attorney general 
if PUD’s could join and support a 
regional public utility information and 
research service which also would in- 
clude municipalities and rural electrical 
associations. 


FPC Wants Up-to-Date 
Data on Electric Utilities 


The Federal Power Commission is 
planning revision and updating of its 
collection of data on electric power sup- 
ply and utility loads. Utility companies 
will be requested to assist by supplying 
this information. 

FPC officials met last week (Nov 19) 
with representatives of the Edison Elec- 
tric Institute, which collects similar 
data. EEI is cooperating with FPC in 
planning means of improving its reports 
from the industry. 

Staff members said the Commission is 
seeking up-to-date information on all 
significant power system changes, in 
cluding additions and retirements of 
generating facilities, load growth or de- 
cline, and related data. FPC also is 
planning to get similar information 
from the various regional “power 
pools,” as well as from individual utili- 
ties. 


REA Loans for Units 


The Rural Electrification Adminis 
tration has approved loans to the 
Graham County Electric Cooperative, 
Pima, Ariz., for the purchase of a 1,000- 
kw generating unit and to the Duncan 
(Ariz.) Valley Electric Cooperative, 
Inc, for two 150-kw units. 
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Getting Georgia Money 
Georgia Power’s Problem 


New President Looks to Georgians 
to Supply Funds for $50,000,000 
Construction Program of Utility 


(ELECTRICAL WORLD Staff Report) 


ATLANTA—Biggest problems facing 
Clifford B. McManus, newly elected 
president of the Georgia Power Co., 
are completion of the $50,000,000 con- 
struction progr:m and finding money to 
pay for it. The big financial reservoir 
of Commonwealth & Southern Corp is 
no longer available to Georgia Power. 
The newly organized Southern Com- 
pany does not have enough petty cash 
available. 

Since the Public Service Commission 
and most of the vocal Georgians have 
aired their views that Georgia Power 
should be Georgia owned and operated, 
McManus is looking to Georgians to 
furnish the funds to pay for the facili- 
ties to serve them. 

The South has always been short on 
investment money but of late some has 
come out of the socks to finance local 
enterprises. Southern banks have loos- 
ened up and see equal opportunity for 
safety and return in the South as in 
other sections. It is going to be a test 
for Georgians. 

Another problem of great magnitude 
facing the new president is the settle- 
ment of the Clark Hill project and who 
will distribute the power which is sorely 
needed in that section of the state. 


Law not Merits Considered 


The recent decision of the Fourth Cir- 
cuit Court of Appeals in Baltimore was 
rendered in a friendly and cooperative 
action with the Federal Power Commis- 
sion. The point of law to be decided 
was if FPC had the authority or the 
jurisdiction to consider the petition of 
Georgia Power for a new license to con- 
struct the Clark Hill project. FPC said 
it did not have, and the court so ruled. 
The merits of whether Georgia Power 
or the Corps of Engineers should con- 
struct the project was never considered. 

But Georgia Power is not abandoning 
its intentions to secure approval to build 
the power house, install the equipment 
and purchase from the government the 
water rights to generate the power and 
distribute it over its own lines to 
Georgians. It is not a political question 
mn Georgia, for most Georgians are 
tugged free enterprisers. It is a politi- 
cal question in South Carolina with 
Governor Thurmond and U. S. Senators 
Burnet R. Maybank and Olin D. Johns- 
ton, and of course State Senator R. M. 
Jefferies, who also is general counsel 
and general manager of Santee-Cooper, 
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INDUSTRIAL POWER SALESMEN for the Ohio Edison Co and its subsidiary, 
Pennsylvania Power Co, are attending a series of monthly all-day sales training 
conferences at Akron. The course covers applications of electricity in industry 
and industrial production methods. An industrial sales training handbook, spon- 
sored by Edison Electric Institute, is used as a guide 





keeping the political pot boiling over 
Clark Hill. The law firm of Jefferies 
has just received an additional advance 
of $10,500 on the $87,500 bill for San- 
tee-Cooper legal services. 


Utility Operating Revenues 
Rise 13.4% in September 


Electric operating revenues of the 
larger privately owned electric utilities 
in the United States in September, 1947, 
were $313,517,000 as compared with 
$276,429,000 in September, 1946, an 
increase of 13.4 percent, according to 
figures released by the Federal Power 
Commission. Revenue deductions (in- 
cluding operating expenses, deprecia- 
tion and taxes) were $252,126,000 or 
17.9 percent over those of September, 
1946. 

Gross income, including other utility 
operating income, amounted to $69,852,- 
000, a decrease of 2.1 percent for the 
month. Net income for the month was 
down 3.6 percent to $49,773,000 from 
$51,609,000 reported for September, 
1946. 


Will Add 6,500 Hp 


Texas Power & Light Co will increase 
the capacity of its Brownwood plant 
from 500 to 6,500 hp. The new gener- 
ators will be driven by dual-type engines 
capable of burning either natural gas 
or oil. 
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FPC Bars Sale of Water 
Rights to Niagara Utility 


Sale of water rights at Niagara Falls 
by the Buffalo Niagara Electric Corp to 
its afhliate, Niagara Falls Power Co, 
was blocked last week (Nov 21) by the 
Federal Power Commission. FPC’s 
order held that Buffalo Niagara actually 
owned no water rights at the site. 

At stake was $728,412.45 reported as 
the cost to a predecessor company of 
Buffalo Niagara for the disputed water 
rights. The disputed rights were held 
originally under state law by a paper 
firm and a milling plant. Under this 
arrangement the latter two firms were 
entitled to draw 262.6 cu ft of water 
per second from Niagara Falls Power 
Co’s hydraulic basin. 

Niagara Falls Power proposed to re- 
imburse Buffalo Niagara for the cost of 
the water rights. It petitioned FPC to 
amend the federal license granted in 
1921 to eliminate language taking cog- 
nizance of “the rights, if any” of the 
paper and milling plants. 

FPC pointed out that the Niagara 
River had been declared a “navigable 
stream,” within the meaning of the Fed- 
eral Power Act. Buffalo Niagara has no 
lawful title to the waters, the Com- 
mission held, since “there cannot be 
private ownership of the waters of a 
navigable river.” The only proper use 
of the waters are those prescribed for 
Niagara Falls Power in its license, 
which already permits the latter com- 
pany “to use the water in question 
through its power plants.” 
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Cheaper Aluminum Ore 
Likely to Change Industry 


Aleoa Turns to Alaska to Get 
Lime Needed for New Process 
Which Makes Ladderite Usable 


Electrical power is the key to a broad 
revamping of the West Coast’s light 
meta!s industry now being planned by 
the Aluminum Co of America. In- 
volved are possible new and cheaper 
sources of aluminum ore through short- 
ened supply lines and a new industrial 
development for Alaska. 

Following uv earlier and enthusiastic 
reports by the Federal Power Commis- 
sion and the Interior Department on 
Alaska’s hydroelectric power potentiali- 
ties, Alcoa engineers are conducting 
their own power survey in the Pan- 
handle area about Ketchikan. The 
company already operates a small lime 
mining project at Edna Bay in the 
vicinity. 

The latter project assumed new im- 
portance recently with the development 
of a new process by which Alcoa used 
the lime to separate alumina from low- 
grade bauxite. There are considerable 
deposits of ladderite. which contains 
about 30 percent aluminum. in Wash- 
ington. Alcoa hopes the process will 
prove sufficiently economical to permit 
full exploitation of ladderite deposits 
conveniently handy to its aluminum 
plant at Vancouver, Wash. 


South American Bauxite Better 


The metal content of ladderite com- 
pares unfavorably with the rich South 
American bauxite. which is the source 
of metal now processed by West Coast 
aluminum plants. South American 
bauxite has a high aluminum content— 
56 to 60 rercent—and verv little iron, 
the most difficult “imnurity” to separate 
from the ore. Ladderite has an iron 
content of some 32 percent. 

But if the lime process proves as 
good as Alcoa thinks it will. the dif- 
ference in shipping costs is likely to 
cause West Coast producers to forget 
South American bauxite. That is. if suf- 
ficient electric power can be found, 
both in Alaska for expansion of lime 
mining and on the Coast for the great 
power-consuming operation of extract- 
ing alumina from raw ore. 

At present. South American bauxite 
is shipped to Gulf ports. It then is 
reduced to alumina—to cut down weight 
—and shipped by rail to aluminum 
reduction plants. The 3.000-mile freight 
haul to the Pacific Northwest long has 
annoyed Alcoa and other aluminum in- 
terests there. 

Alcoa also has its eyes on bauxite 
deposits in the Palau Islands. These 
were developed, on a small scale, at 
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least, by the Japanese during the war. 
Aluminum people figure they can bring 
bauxite from the Palaus by ship, blend 
it with the local ladderite and save 
money by eliminating the rail haul from 
the Gulf States. 


Ploeser Proposes Taxing 


Co-op Income over $25,000 


Rural electric cooperatives are study- 
ing the proposal by Rep. Walter C. 
Ploeser, Missouri Republican, that all 
corporate income up to $25,000 be ex- 
empted from federal income tax. In- 
come of all enterprises above this 
amount should be taxed, he asserted. 

Rep. Ploeser, whose House Small 
Business Committee has been studying 
co-op activities for several months, pro- 
posed the over-all exemption as a means 
of giving “equal competitive opportun- 
ity” to “probably 80 percent” of all co- 
operatives and small private corpora- 
tions. He made the suggestion in the 
form of a personal report this week 
(Nov 24) to the House Ways and 
Means Committee, which is reviewing 
the federal tax structure. 

Co-ops found little comfort in other 
of Rep. Ploeser’s observations. As a re- 
sult of his 
concluded that co-ops held a “definite 
advantage” over private business in ex- 
panding their business, in acquiring 
property, and in offering their customers 
low prices. 


committee’s probes, he 


Another Tyrone Unit 


The Kentucky Utilities Co has been 
authority by the Kentucky 
Public Service Commission to install a 
second 30.000-kw turbo-generator at its 
Tyrone plant. Provision has been made 
at the plant for ultimate installation of 
four units. 


eranted 


MEETINGS 


Previously Listed 


American Society of Mechanical Engineers—An- 
nual Meeting, Chalfonte-Haddon Hall Hotel, 
Atlantic City, December 1-5. 


Pennsylvania Electric Association—Meter Commit- 
tee, Benjamin Franklin Hotel, Philadelphia, De- 
cember 11-12. 


Interstate Power 
Hotel 


Club of New York—Meeting, 
Martinique, New York, December 15. 


Canadian Electrical Association—Winter Confer- 
ence, Chateau Frontenac, Quebec, January 12- 
18. 


American Institute of Electrical Engineers—Winter 
General Meeting, William Penn Hotel, Pitts- 
burgh, January 26-30. 


SEC RULINGS 


LoutsvitLE Gas & Exectric Co (Del,) 
plan for distribution to stockholders of all 
assets of Louisville Gas & Electric (Co 
(Ky.), consisting principally of 918,025 
common shares of latter company, and sub. 
sequent dissolution of the Delaware com. 
pany has been approved. Standard Gas & 
Electric Co, parent, holds 93.9 percent of 
class B stock of the Delaware company and 
124,306 common shares of the Kentucky 
company. It proposes to dispose of all 
holdings in latter company. The commis. 
sion ruled that the allocation to holders of 
class A common stock of the Delaware 
company compensated them for existing 
rights, including a non-cum. annual prefer. 
ence of $1.50 a share. The commission 
rejected a contention by representatives of 
certain class A stockholders that a larger 
distribution to that class was necessary to 
compensate for a quarterly dividend of 37} 
cents passed in 1937. SEC held that amount 
involved was not large enough to affect 
the fairness of allocations in the plan. Dis- 
tribution by the Delaware company will be 
on basis of 1/14 share of Kentucky com- 
pany common for each share of the Del- 
aware class A common, and 0.913 share 
for each share of class B common stock. 
No fractional shares will be issued but 
cash will be paid at rate of $25 a share 
for Kentucky company common. This cash 
will be provided through sale by the 
Delaware company to its parent of a num- 
ber of shares of Kentucky company com- 
mon at $25 a share. (Release No. 7789). 


Pusiic Service Co or Inprana, Inc, has 
received authority to sell competitively $15, 
000.000 of 30-vear first mortgage bonds, 
series G. (Release No. 7799). 


Wisconsin Pusitc Service Corp’s pro- 
posal to sell at competitive bidding $4,000,- 
000 of first mortgage bonds, due November 
1, 1977, has been approved. Wisconsin also 
proposes to sell to its parent, the Standard 
Gas & Electric Co, 100,000 additional 
shares of its $10 par value common stock 
for $1,000,000 cash. (Release No. 7801). 


PortLANnp GENERAL Exectric Co_ has 
been authorized to issue and sell at com 
petitive bidding $6,000,000 of first mort: 
gage bonds, series due 1977. (Release No, 
7804). 


Wisconsin Hypro-ELectric Co, Amery, 
Wis., has been authorized to reclassify 
11,953 shares of preferred and 10,552 shares 
of common stock into a single class o 
132,800 shares of new $12 par value com 
mon stock. Wisconsin Hydro will allocate 
90 percent, or 119,500 shares, of the new 
common to preferred stockholders and 10 
percent, or 13,280 shares, to its parent, 
Eastern Minnesota Power Corp. The plan 
complies with SEC proceedings institut 
under the Holding Company Act. (Release 
No. 7822). 


Greorcia Power Co has been authorized 
to reduce stated value of its 2,500,000 shares 
of no par common stock from $55,000) 
to $37,000,000 and to transfer the $18,000; | 
000 reduction to capital surplus accoul 
against which certain charges will be m™ e 
(Release No. 7842). 
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2nd International Lighting 


Exposition and Conference 


COMPETITION—"WHAT PLANNED LIGHTING CAN DO” 


i a 


GOLD SEAL MERIT AWARD WINNERS are presented their 
certificates by Carl W. Zersen, chairman of the Board of Judges 
of the competition. The recipients are, rear row, left to right: 


John W. Leadbetter, F. D. Wyatt, C. B. Marsh, Jr, Lucian T. Kight, 
Robert W. Brown, and Fred N. Cooper. Front row, E. J. White, J. L. 
Phillips, William B. Campbell, Jack F. Parsons, John B. Martin 


GOLD SEAL PRIZE WINNERS 


UTILITY LIGHTING REPRESENTATIVES 

Jack F. Parsons and William B. Campbell, Buffalo 
Niagara Electric Corp, Buffalo, \. Y. 
John B. Martin and Lucian T. Kight, 
Light Co, Pittsburgh. 


Duquesne 


Ralph W. McClure, Cincinnati Gas & Electric Co, Cin- 
cinnati. 

ELECTRICAL CONTRACTORS 

George W. Phelps, G. W. Phelps & Co, Boston, jointly 
with wholesaler’s lighting specialist Ralph L. Huse, 
Graybar Electric Co, Inc, Boston. 

E. J. White, Edward J. White Co. Newark. 


Spott Electrical Co, Oakland. 
lighting representative Donald R. Keebaugh, 


with utility 


Pacific 


jointly 


Gas & Electric Co. Oakland. 

WHOLESALERS’ LIGHTING SPECIALISTS 

AND SALESMEN 

John W. Leadbetter, Koontz-Wagner Electric Co, Ine, 
South Bend, Ind. 

Fred N. Cooper, Jno. E. Graybill & Co, Lancaster, Pa. 
C. B. Marsh, Jr, Marsh Electrical Supply. A marillo. 
Tex. 

ARCHITECTS AND CONSULTING ENGINEERS 

J. L. Phillips, Birmingham, Ala. 

F. D. Wyatt, Chicago Park District, Chicago. 

Harold W. Goetz, Cincinnati, jointly with utility light 


ing representative Robert W. Brown, Cincinnati 6a 
& Electric Co, Cincinnati. 


MERIT AWARD CERTIFICATE WINNERS 


UTILITY LIGHTING REPRESENTATIVES 

Taylor M. Barr, Central Hudson Gas & Electric Corp, Pough- 
keepsie, N. : 
Constantine T. 
Towanda. 
Joe E. 
Awards). 


Troy, Northern Pennsylvania Power Co, 


Burns, Texas Electric Service Co, Fort Worth, (2 
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Ben Civin, Omaha Public Power District, Omaha, Neb. 
Lewis H. Knapp, Hartford Electric Co, Hartford, Conn 
H. L. Spencer, Consumers Power Co, Flint, Mich. 
Walter S. Greenwood, Public Service Electric & Gas ¢ 
George T. Anderson, Jr, Philadelphia Electric Co, Philadelphia 
Hal Lang, Monongahela Power Co, Elkins, W. Va., (5 (wards). 
Frank P. Kuhl, Consolidated Edison Co, New York 


J 
o. Newark 
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Joe B. Browder, Georgia Power Co, Atlanta. 

George H. Seiter, Cincinnati Gas & Electric Co, (2 Awards). 
Edward J. Good, Louisville Gas & Electric Co, Louisville, Ky. 
James F, Finn, Detroit Edison Co, Detroit. 

Raymond W. Flynn, Western Massachusetts Electric Co, Pitts- 
ield 

a W. Bierlein, West Penn Power Co, Connellsville. 
Edward T. Hall, Utah Power & Light Co, American Fork. 
Paul Manchester, Blackstone Valley Gas & Electric Co, Paw- 
tucket, R. I. 

Eugene J. Dunlap, Duquesne Light Co, Pittsburgh, (4 Awards). 
William B. Shenk, Florida Power Corp, St. Petersburg, (2 
Awards). 

Luther T. Cale, Birmingham Electric Co, Birmingham, Ala. 
Ralph R. Enghouser, Cincinnati Gas & Electric Co, (3 Awards). 
Paul E. Keys, Duquesne Light Co, Pittsburgh, (2 Awards). 
Robert L. Sawyier, Pacific Gas & Electric Co, Oakland. 
Elwood D. Bona, Pacific Gas & Electric Co, Oakland. 

Aubrey G. Caplan, Duquesne Light Co, Pittsburgh. 

A, J. Morelli, Public Service Co of Northern Hlinois, Maywood. 
Robert J. Kuzel, Jr, Consumers Power Co, Jackson, Mich. 
Fred B. Ausdenmoore, Cincinnati Gas & Electric Co. 
William C. Kuhnke, Wisconsin Electric Power Co, Milwaukee. 
M. H. Bruesewitz, Wisconsin Electric Power Co, Milwaukee. 
Carl M. Walter, St. Joseph Light & Power Co, St. Joseph, Mo. 
Roger W. Renkel, Union Electric Co of Missouri, St. Louis. 
W. B. Peteh, Public Service Co of Colorado, Denver. 

Walter Meuron, Pacific Gas & Electric Co, Auburn, Calif. 

S. F. McGowan, Northern States Power Co, St. Paul, (4 
awards). 

H. M. White, Consolidated Gas, Electric Light & Power Co of 
Baltimore. 

Paul Fisher, Western United Gas & Electric Co, Downers Grove. 
Ill., (2 Awards). 

S. A. Heman, Ohio Edison Co, Akron. 

A. C. Bergh, Florida Power & Light Co, Miami. 

William F. Ford, Duquesne Light Co, Pittsburgh. 

Arthur V. Schafer, Philadelphia Electric Co, Philadelphia. 

F, J. Rohring, Southern California Edison Co, Redondo Beach. 
John T. Murphy, Duquesne Light Co, Beaver Falls, Pa. 
Joseph E. Mason, Duquesne Light Co, Pittsburgh, (2 Awards). 
Edward R. Tschirn, New Orleans Public Service, Inc. 

William T. Meloche, Northern States Power Co, Minneapolis. 
C. E. Romberger, Luzerne County Gas & Electric Corp, King- 
ston, Pa. 

Edwin M. Prims, Public Service Co of No. Illinois, Evanston. 
H. C. Dudas, Duquesne Light Co, Pittsburgh. 

John B. Martin, Duquesne Light Co, McKeesport, Pa. 

E. T. Larkin, Public Service Co of Northern Tllinois, Glencoe. 
Theron W. Fiteh, Portland Gas & Electric Co, Portland, Ore. 
Roy C. Clark, Duquesne Light Co, Pittsburgh. 

C. B. Ross, Duquesne Light Co, Pittsburgh. 

Frank G. Smith, Jr., Mississippi Power & Light Co, Greenville. 
Charles P. O’Brien, Duquesne Light Co, Pittsburgh. 

John K. Brownlee, Duquesne Light Co, McKeesport, Pa. 
William A. Mize, Cleveland Electric Hluminating Co, Cleveland. 


ARCHITECTS AND CONSULTING ENGINEERS 
William A. Heth, Milwaukee. 

Hymen Rosenberg, Pittsburgh. 

Lester C. Haas, Shreveport, La. 

Chas. F. Howe, Stevens & Wilkinson, Atlanta. 
Ernst Payer, Cleveland. 

Skidmore, Owings & Merrill, Chicago. 

Harold G. Cooper, Union Oil Co of California, Los Angeles. 
Hans N. Wormann, New York. 

S. Krivo, A. Epstein & Sons, Inc., Chicago. 
William B. Simboli, Marks & Simboli, Pittsburgh. 
Harry H. Lefkowitz, R. A.. Pittsburgh. 

Roy Plhak, LaSalle, Ill. 

H. A Klopot, Boston. 

Richard G. Belcher, Haworth, N. J. 


ELECTRICAL CONTRACTORS 

Jam s Harris, Kingston, Ont., Canada. 

E. J. White, Edward J. White Co, Newark, (2 Awards). 

E. W. McCall, Tennessee Armature & Electric Co, Knoxville. 
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Leo W. Witz. Continental Electrical Construction Co, Chicago. 
Orville R. Nichols, A. C. Electric, Inc, Milwaukee, (2 Awards). 
Oral C. Craft, F. H. McGraw & Co, Pittsburgh. 


WHOLESALERS’ LIGHTING SPECIALISTS & SALESMEN 

I. J. Chesley, General Electric Supply Corp, and James M. 
Arthur, Graybar Electric Co, Newark. 

J. B. Johnson, General Electric Supply Corp, Rockford, Hl. 
Sol Cohn, California Electric Supply, San Francisco. 

T. W. Lauer, Rumsey Electric Co, Philadelphia. 

John L. Clugston, Hyland Electric Supply Co, Chicago. 

J. W. Thomas, Westinghouse Electric Supply Co, Trenton, N. J. 
Joe M. Fitch, Protective Electrical Supply Co, Ft. Wayne, Ind. 
A. R. Jackson, Westinghouse Electric Supply Co, Salt Lake City. 


JOINT ENTRIES 

Kermit R. Brown, General Electric Supply Corp, Denver, with 
utility lighting representative, A. L. White, Western Public 
Service Co, Laramie, Wyo., and electrical contractor, Charles 
Pope, Pope Electric Co, Laramie, Wyo., (3 Awards). 

K. W. Moore, Westinghouse Electric Supply Co, Portland, Ore., 
with electrical contractor, Herbert A. Hagen, E. L. Knight Elec- 
tric Co, Portland, Ore. 

I. J. Chesley, General Electric Supply Corp, Newark, with elec- 
trical contractor, A. L. Davis Electric Co, Newark. 

I. J. Chesley, General Electric Supply Corp, Newark, with 
electrical contractor, J. C. Morris Co, Jersey City. 

I. J. Chesley, General Electric Supply Corp, Newark, with 
electrical contractor, E. J. White, Edward J. White Co, Newark. 
I. J. Chesley, General Electric Supply Corp, Newark, with 
electrical contractor, J. J. Tomasulo & Co, Roselle Park, N. J. 
D. R. Owens and D. F. Lance, Westinghouse Electric Corp, 
Des Moines, Iowa. 

C. K. Lambka and N. O. Bolander, Graybar Electric Co, Chi- 
cago. 

W. C. Hoch, Jr.. and W. N. Harrison, Philadelphia Electric Co. 
Frank E. Mueller, Cleveland Electric Illuminating Co, with 
wholesaler’s lighting specialist and salesman, Ralph V. First, 
Elliott Electric Co, Cleveland. 

Orville H. Thornall and John C. Epperson, Pacific Gas & 
Electric Co, Stockton, Calif. 

R. W. Wilson, Kentucky Utilities Co, Lexington, with electrical 
contractor, R. S. Shely, Shely Construction Co, Lexington. 
Collin H. H. Kilburn and James A. Britton, Western Massa- 
chusetts Electric Co, Greenfield, (2 Awards). 

Sam Mule, Franklin Johnson, Ellis M. Steen, and Frank J. 
Vodika, Commonwealth Edison Co, Chicago. 

Roy E. Dahlin, Southern California Edison Co, Los Angeles, 
with architect, Arthur & Edward Frick, Pasadena. 

Cc. M. J. Wood and Paul Horwinski, Pacific Gas & Electric 
Co, San Francisco. 

E. B. MeArdle, Robert W. Gibb, and Fred Englehardt, 
Omaha Public Power District, Omaha, Neb. 

Frank L. Ross, Franklin Johnson, and Ralph Lusk, Com- 
monwealth Edison Co, Chicago. 

Fraser-Morris Electric Co and Northern States Power Co, 
Minneapolis. 

R. F. Hartenstein and Allen Steitz, Ohio Edison Co, Akron. 

L. B. Cox and J. D. Weber, Commonwealth Edison Co, Chicago. 
John Wanska, Wisconsin Electric Power Co, Milwaukee, with 
wholesaler’s lighting specialist and salesman, T. H. Markworth, 
General Electric Supply Corp, Milwaukee. 

H. G. Johnson, Northern States Power Co, Minneapolis, with 
electrical contractor. John Christianson, Christianson Electric 
Co, Minneapolis. 

Louis Riegert, John Morris, and Thomas Tudor, Northern 
States Power Co, Minneapolis. 

Iver L. Johnson, Maurice E. Boyd, and Ellis M. Steen, Com- 
monwealth Edison Co, Chicago. 

John W. Merriman and L. H. Lingermann, Duquesne Light 
Co, Pittsburgh. 

Ernst Payer and Wilbur W. Riddle, Cleveland. 

Orville R. Nichols, A. C. Electric, Inc, Milwaukee, with utility 
lighting representative, E. H. Sehaefer, Wisconsin Electric 
Power Co, Milwaukee. 

John O. Kvalsten, Kavisten Electric Co, Minneapolis, with 
utility lighting representative. L. B. Paist, Northern States Power 
Co, Minneapolis 
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HOUSING 


FUSE TUBE 


MOUNTING BRACKET 


No gathering ar matching of 
parts ... the type EA fuse / 
cutout is packaged complete 

. ready to install... as a 
unit. Available from stock i 
50 and 100-ampere ratings, 5 
and 7.5 kv. : 


Type EA fuse cutout carton . t 
trucks with the assurance that when your trucks 
your men have everything they need. The type EA cutout pack ap 
eliminates separate storage of brackets—for any type of crossarm 
mounting—and greatly simplifies accounting and inventory. 

Its component parts are also 100 percent interchangeable. The 
same housing will take any of three doors: the drop-out fuse door; 
the nondrop-out fuse door; and the disconnect blade door. The 
Moldarta door will fit correctly in any housing, because housings 
are accurately dimensioned Prestite porcelain. 

This combination of unit delivery and interchangeability of 
component parts assures minimum handling and easy fuse replace- 
ment. For complete information write for B-3833, Westinghouse 


Electric Corporation, P. O. Box 868, Pittsburgh 30, Pennsylvania. 
J-60582-A 


READY FOR INSTALLATION 
WHEN YOU GET IT 


ONLY THE WESTINGHOUSE TYPE EA FUSE CUTOUT 
OFFERS THIS COMBINATION OF ADVANTAGES: 


e Positive drop-out action 

Complete interchangeability 
Complete hookstick operation 
Prestite housing 

Fewer joints in current path 

Low heating losses 

Nonswelling fuse tube 

Easy fuse renewal . . . without tools 
Large hook-eye on door 
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estinghouse TYPE EA FUSE CUTOUT 


PLANTS IN 25 CITIES... OFFICES EVERYWHERE 
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Arkansas Firm Will Buy 
Line, Lease It to 3 Utilities 


Arkansas Public Service Commission 
has approved plans for the newly formed 
Arklahoma Corporation to acquire the 
197-mile Ark-La Electric Cooperative 
transmission line (154 kv) from Grand 
River dam in Oklahoma to Lake Cath- 
erine, Ark., and to lease the line and 
sub-station facilities to Arkansas Power 
& Light Co, Southwestern Gas & Electric 
Co, and Oklahoma Gas & Electric Co 
for $213,062 per year, with an option 
to buy the properties after two years 
of operation. 

Arklahoma will purchase the line and 
facilities from Ark-La for $3,800,000. 
Arklahoma was authorized to issue $3,- 
800.000 in first mortgage 3 percent 
bonds, and $50,000 in par value com- 
mon stock, to be sold to twelve individ- 
uals, none of whom will own more than 
10 percent of the company’s outstanding 
stock or will be affiliated with the com- 
panies operating the line. 

The line was constructed by Ark-La 
to supply power to the Jones Mills 
aluminum reduction plant built by the 
government during the war. 

he three operating companies will 
set up a committee to operate and main- 
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tain the line when it is leased from 
Arklahoma. Each company has agreed 
to use the line and its two 60,000-kva 
substations up to one-third of their 
capacity. 

OG&E will use a portion of the facili- 
ties to supplement its service to Fort 
Smith and to customers along the 
Arkansas River to Van Buren. From 
the latter point to Little Rock the line 
will be integrated into the AP&L sys- 
tem. Southwestern has arranged to 
make a connection with the Lake 
Catherine terminal via AP&L trans- 
mission facilities. The line will then 
supplement Southwestern’s service to 
its Fayetteville and Huntington, Ark., 
districts. 


Utility Gets Franchise 


Georgia Power & Light Co and Val- 
dosta, Ga., have ended their long fight 
by signing a ten-year franchise agree- 
ment. The utility will pay the city 4 
percent of its gross revenues in the city 
and 3 percent of its gross since the old 
franchise expired in January, 1945. In 
two elections held since that time advo- 
cates of municipal ownership were de- 
feated. 
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Output Hits New High 


The electric output curve swung up- 
ward to another new high during the 
week ended Nov. 22, 1947, according to 
figures released by the Edison Electric 
Institute. The amount of electrical 
energy distributed by the light and 
power companies of the country 
amounted to 5,180,496,000 kwhr, com- 
pared with 5,084,340,000 kwhr during 
the preceding week, the previous high. 
For the corresponding week of 1946 the 
total was 4,764.718,000 kwhr, this year’s 
figure representing an increase of 8.7 
percent. 

Weekly Output, Millions Kwhr 


1947 1946 1945 
Nov. 22 5,180 Nov. 23 4,765 Nov. 24 3,841 
Nov. 15 5,084 Nov. 16 4,700 Nov. 17 3,985 
Nov. 8 5,057 Nov. 9 4,682 Nov. 10 3,948 
Nov. 1 5,009 Nov. 2 4,628 Nov. 3 3,899 
Oct. 25 4,964 Oct. 26 4,602 Oct. 27 3,937 
Oc. 18 4,946 Oct. 19 4,540 Oct. 20 3.915 
Oct. ll 4,958 Oct. 12 ,495 Oct. 13 3,934 
Oct. 4 4,935 Oct. 5 478 Oct. 6 4,028 
Sept. 27 4,956 Sept. 28 518 Sept. 29 4,039 
Sept. 20 4,977 Sept. 21 4,507 Sept. 22 4,019 
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Percent Change from Previous Year 








Nov. 22 Nov. 15 Nov. 8 

New England ........ + 6.8 + 7.9 + 9.7 
Mid-Atlantic ........ + 7.7 - 75 + 8.7 
Central Industrial 10.6 + 9.9 + 9.5 
West Central ........ +13.8 +12.7 +-11.3 
Southern States ...... + 8.4 +- 7.6 + 7.2 
Rocky Mountain ...... + 8.5 +- 7.3 + 6.6 
Pacific Coast ......... +- 5.7 »l + 3.8 
Total United States... -+- 8.7 8.2 8.0 
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MAKING A CIRCUIT of the territory served by the Virginia Electric & Power Co, officials stop at Norfolk to discuss affairs 


of the company and its $80,000,000 construction program with employees. 


Seated in the foreground, left to right, are Vice. 


Presidents R. J. Throckmorton, M. C. Smith, and W. E. Wood, and General Manager E. H. Will 


Vermont Farmers Renew 
Opposition to Wilder Dam 


A group of Vermont farmers will ask 
Congress to halt the Bellows Falls 
Hydro Electric Corp’s redevelopment 
of its Wilder dam power plant. They 
plan to appeal to the Senate Public 
Works Committee. 

The committee is considering a bill 
introduced last summer by Senator 
Aiken of Vermont to force abandonment 
of the utility’s present plans for con- 
struction at Wilder. The senator has 
asked for early hearings on the measure. 

The fight over the Wilder project, 
located on the Connecticut River in 
Vermont and New Hampshire, has raged 
for three years. The utility originally 
proposed to construct a new dam to 
raise the level of the river at the site to 
390 ft. When local groups protested, 
the company agreed to a water level 
of 385 ft, but opponents insisted this 
be reduced to 380 ft. 

After two local hearings, the Federal 
Power Commission authorized recon- 
struction of the project with the 385-ft 
pool level and a power plant with in- 
stalled capacity of 28,000 kw. FPC esti- 
mated that an additional 629 acres of 
land would be flooded by the contested 
5 ft of water level. The additional power 
capacity gained would more than offset 
this loss, the commission held. 

In a recent report to Congress on the 
Aiken Bill, FPC pointed out that the 
Public Service Commissions of both 
New Hampshire and Vermont approved 
the project in 1945. No requests for 
rehearing by FPC and no appeal to the 
federal courts were made within the 
statutory time limit after authorization 
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of the project, the report added. 

Opponents of the project now con- 
tend that the Vermont Commission has 
changed its views on the matter. They 
further claim that the 385-ft water level 
will ruin “millions of dollars worth of 
farm land.” 

Bellows Falls Hydro has started con- 
struction of the new dam. The reservoir 
and power plant are scheduled for com- 
pletion within three years. 


Northwest, BPA Systems 
Set New Demand Records 


Power consumption in the Pacific 
Northwest hit a record high on the 
evening of Nov 17 when generators in 
the Western Division of the Northwest 
power pool fed 2,611,000 kw into trans- 
mission lines. This included energy pro- 
duced by both public and private utili- 
ties. The peak was reached between 5 
and 6 pm. An “instantaneous” peak 
during that period reached 2,713,000 
kw. 

During the peak hour the “spinning 
reserve” or generation available for use 
in the area, was only 173,000 kw, in- 
cluding 90,000 kw generated at Mon- 
tana plants. 

The Bonneville-Grand Coulee system 
hit a record peak at 9 am, Nov 28, of 
1,434,000 kw, exceeding the previous 
high of 1,427,000 in March, 1945. Both 
of these figures are slightly above the 
practical capacity of the two dams, 
figured by engineers at approximately 
1.410.000 kw. Name-plate capacity of 
generators at the two plants is only 


1.274.000 kw. 
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FPC Approves Revised 
Plans for Oregon Project 


The Federal Power Commission has 
approved changes in plans for a Cali- 
fornia Oregon Power Co hydroelectric 
project above Toketee Falls in the 
North Umpqua River in Oregon calling 
for an expansion in size and capacity 
of the facility. 

As amended, plans stipulate a dam 
about 75-ft high and 825-ft long instead 
of 45 and 588 ft, as originally specified. 
The powerhouse will have an installed 
capacity of 55,800 hp in three units 
operating under a static head of 471 
ft, conduits, an outdoor substation and 
transmission facilities. The crest of the 
dam will be at elevation 2,439 ft and the 
normal headwater elevation 2,429 ft. 
Initially, the dam crest will be con- 
structed to elevation 2,420 ft, with an 
initial installation in the powerhouse of 
two 18,600-hp turbine units and two 
14,167-kw generating units. 

The earlier FPC license had provided 
for two turbines each of 18,000 hp and 
two generators with 12,500-kw capacity 
each. 

Construction is to be started by late 
1948 and completed not later than 
January, 1950. 


Filing Period Extended 


The Federal Power Commission has 
extended to January 2 the time allowed 
for filing of exceptions to a decision 
which, if adopted, would require the 
licensing of three hydro projects owned 
by the Aluminum Co of America (ELEC: 
TRICAL Wor.p, October 18, Page 19). 
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ONE DAY’S SHIPMENTS of generators from the East Pittsburgh plant of Westing- 
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house Electric Corp included these three units with a total capacity of 70,000 kw. 
Two were sent to utilities in Texas, the third to a Michigan industrial plant 


Westinghouse Sets Production Record; 


October Shipments Total 5,835 Car Loads 


October shipments of industrial and 
consumer goods by the Westinghouse 
Electric Corp, ranging from turbines to 
electric irons and light bulbs, shattered 
all peace-time records, President 
Gwilym A. Price announced last week. 

Reaching a total of 5,835 freight car 
loads, or enough for a 53-mile-long 
freight train, October shipments were 
only exceeded by a few peak war-time 
months, it was stated. 

“Virtually every sector of American 
industry and economy shared in the pro- 
duction from our factories in October,” 
Price said. 

During the month 1,486 carloads of 
large electrical equipment, including 
turbine generators, switchgear, and 
large motors for industrial and railway 
use, were shipped from the company’s 
East Pittsburgh plant. 

Included in this total were seven 
generators with a combined capacity 
of 240,000 kw, the largest number of 
generators ever delivered by the com- 
pany in any single month. In addition 
steam turbines accounted for most of 
the 276 carloads of equipment shipped 
from the company’s plants in South 
Philadelphia. 


Electric motor shipments from the 
new motor division plent at Buffalo 
totaled 371 carloads. This compares 
with 75 carloads in October, 1946. 

Shipments of home appliances totaled 
1,263 carloads compared with a typical 
pre-war monthly shipment of 698 cars 
in 1941. Refrigerators, ranges, and 
Laundromats accounted for most of this. 

A record shipment of 20 carloads of 
small electrical devices used principally 
in homes and commercial construction 
left the company’s Bryant Electric plant 
at Bridgeport during the month. 

Six divisions of Westinghouse shipped 
a larger physical volume of products 
in October than in any previous month, 
including even the war period. These 
were the transformer division, Sharon, 
Pa; the meter division, Newark, N. J.; 
the small motor division, Lima, Ohio; 
the lamp division; the electric appli- 
ance division, and the manufacturing 
and repair division. 

In addition to all this, 32 carloads of 
home radio receivers were shipped in 
October from Sunbury, Pa. This was 
the largest month’s peace-time produc- 
tion in this plant, which was converted 
from production of radar equipment. 
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Plant to Use Natural Gas 


to Manufacture Acetylene 


The Houston Oxygen Co expects to 
put into operation next spring at Hous- 
ton, Tex., the first commercial installa- 
tion in the world to utilize the electrical 
“glow” discharge process for the manu- 
facture of acetylene from natural gas. 
The project is the culmination of 18 
years of research at the University of 
Texas. The $300,000 plant is to have a 
capacity of 2,000,000 cu ft of acetylene 
a month. 

On the basis of pilot plant work, it is 
believed that acetylene can be maufac- 
tured by the new process at 4 to 4.5 
cents a lb, which is less than that pro- 
duced from carbide. 

An interesting angle of the process 
is its byproduct production of carbon 
black. The typical yield of carbon 
black from the pilot plant is 1.5 lb per 
1,000 cu ft of natural gas charge to 
the unit. This product is as fine as 
channel black but has initially a slight 
coating of organic matter. A method 
has been developed to remove the or- 
ganic matter, and tests are underway to 
ascertain the characteristics of the fin- 
ished product. If need arose, the acety- 
lene itself could be converted into car- 
bon black, and the yield would be much 
higher. 


Welding Equipment Unit 
Organized by G-E 


Announcement of tke welding equip- 
ment divisions as one of the new inte- 
grated operating units within General 
Electric’s apparatus department has 
been made by R. C. Muir, vice-president 
and general manager of the department. 
The naming of the new division is part 
of the recent establishment of a new 
“unit form of management to provide 
for expanded production” within the ap- 
paratus department, oldest and largest 
of the G-E operating departments. All 
of the department’s activities in the elec- 
tric welding equipment field are con- 
solidated in the new welding equipment 
divisions, Mr Muir said. 

The management of the unit will be 
directed by a welding equipment com- 
mittee headed by A. F. Vinson, assistant 
production manager of the apparatus 
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department. Other members of the com- 
mittee are C. I. MacGufhie, manager of 
sales of the electric welding section, and 
F. P. Wilson, Jr, staff assistant to the 
manager of engineering. 





Manufacturers Make 
Sales Assignments 


Electrical manufacturing companies 
have recently made the following ap- 
pointments to their sales staffs: 


Warp Leonarp Exectric Co, Mount 
Vernon, N. Y., has appointed W. R. 
L’Hommedieu, 722 East Washington Blvd, 
Los Angeles, Calif., as sales representative 
in the Los Angeles area. 


WESTERN INSULATED Wire Co, Los An- 
geles, has opened a new branch office at 204 
Davis St, San Francisco, and obtained 
warehousing facilities there. A complete 
stock of Bronco wire and cable is now avail- 
able to jobbers in the Bay area at the 
South End Warehouse, 625 Second St. 


Evectric Propucts Co, Cleveland, has 
appointed Robert J. Peck as district man- 
ager of the New York office, 126 Liberty 
St. Mr Peck will handle all sales and serv- 
ice negotiations in the territory which con- 
sists of the New England States, eastern 
New York and Pennsylvania, New Jersey, 
Delaware, Maryland and Virginia. 


Cuts Polyethylene Price 


Bakelite Corp, New York, has an- 
nounced a reduction in the prices of 
Bakelite polyethylene, effective Novem- 
ber 10, in a range from 4 to 7 cents per 
pound for the various grades. This 
price reduction is the second for Bake- 
lite polyethylene in less than six months 
and the fourth since mid-1942, bring- 
ing the new price level of polyethylene 
to a point more than 60 percent lower 
than it was at that time. The reduction 
in prices has been made possible by 
the steadily increasing production and 
use of Bakelite polyethylene plastics, 
according to the announcement. 


Sperry Products to Move 


Sperry Products, Inc, manufacturers 
of supersonic and electrical non-destruc- 
tive testing and measuring instruments, 
will move its manufacturing plant and 
general offices from Hoboken, N. J., to 
Danbury, Conn., during the summer of 
1948. A 20-acre site has been acquired 
and construction of a monitor-type 
manufacturing building and a three- 
story office building will begin immedi- 
ately. Present branch offices in Chicago, 
Ill., and St. Louis, Mo.. will be main- 
tained. 
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NEW ELECTRICAL CONSTRUCTION 





A weekly selection of U. S. electrical construction projects announced by private 
and government utility systems involving more than $70,000. Also listed are major 
industrial and construction jobs where electrical work is indicated or implied 


UTILITIES 


Proposed Construction 


Arkansas — Woodruff Electric Cooper- 
ative Corp., T. E. Bostick, mgr., Augusta, 
309 mi. rural electric lines serving 1301 
farms in Woodruff Co. and _ vicinity. 
$437,000. 

Ia., Eldora—City, light and power plant, 
distr. sys. $500,000. Buell & Winters, 
Insurance Exchange Bldg., Sioux City, 
engrs. 

Minnesota — Minnesota Valley Cooper- 
ative Light & Power Assn., G. Timms, 
secy., Montevideo, completing previously 
approved construction and constructing 
280 mi. rural distr. line, Chippewa, Lac Qui 
Parle, Yellow Medicine and Lyon Coun- 
ties. $259,000 (for new constr.) $600,000 
REA allot. United Eng. Service, 600 Ka- 
sota Bldg., Minneapolis, engr. 

Missouri—White River Valley Electric 
Co-operative, Inc., Hollister, 33 mi. rural 
distr. lines, Taney Co. $404,000. 

Oregon—Pacific Power & Light Co., 
Public Service Bldg., Portland, power 
transmission line from Madras to Tygh 
Valley, incl. substation and switching fa- 
cilities, Jefferson and Wasco Counties. 
$1,000,000. 

South Dakota— Butte Electric Assn., 
Newell, 131 mi. rural distr. lines, Butte, 
Meade and Lawrence Counties. $180,000. 
Ulteigh Eng. Co., Fargo, N. D., consult. 
ener. 

Texas—Lamar County Electric Co-oper- 
ative Assn., Paris, 216 mi. rural distr. 
lines, Red River, Delta and Lamar Coun- 
ties. $300,000. Freese & Nichols, 407 
Danciger Bldg., Fort Worth, engrs. 

Tex., Austin—University of Texas, D. 
K. Woodward, Jr., Chn. Bd. Regents, 
power generating unit. $100,000. Plans 
deposit $25. Carl J. Eckhardt, c/o owner, 
engr. 

Brazil, Sao Francisco—The Sao Fran- 
cisco Hydro-Electric Co., Sao Francisco, 

plans electric power development. $200,- 
000,000. 

Brazil—FElectrical Energy Comn., Rio 
de Janeiro, plans regional scheme of elec- 
trification of State of Rio Grande do Sol 
developing hydro power from Irai-Santa 
Rosa and Torro Rivers $70,000,000; elec- 
trical developments using the great Pauko 
Alfonso Falls providing electrification for 
Northeastern States of Paraibo, Pernam- 
buco, Alagoas, Sergipe, Bahia and Ceara, 
2 units of 56,000 hp. and 6 more to give 
608,000 hp. $72,960,000. 


Low Bidders & Contracts Awarded 


Calif., Buttonwillow — Pacific Gas & 
Electric Co., 245 Market St., San Fran- 
cisco, steam power plant, near here, to 
M. & K. Corp., 200 Financial Center 
Bldg., San Francisco. 

Fla., Dade City—Withlacoochee River 
Electric Co-operative, Inc., Dade City, 
rural distr. line addn. and exten., in Pasco 
Co. Owner builds. $300,000. 

Nebraska—Bureau Reclamation, Dpt. 
Interior, Bldg. 1-A, Denver Federal Cen- 
ter, Colo., constructing 115 ky. line be- 
tween Gering and_ Sidney, Banner, 
Cheyenne, Morrill and Scottsbluff Coun- 
ties, Missouri Basin Proj., Spec. 1914, to 
R. N. Campsey Constr. Co., 2520 Leyden 
St., Denver, Colo., $210,697. Bids 9/26, 
awarded 10/31. 

Washington—Public Utility Dist. 1, 
Goldendale, Nov. 12, installing equip. in 
75 mi. 34.5 kv. transmission line and 290 
mi. 7.2/12.5 kv. rural distr. line, Klickitat 
Co., to Agutter Electric Co., 952 E. 
Seneca St., Seattle. $301,396. Proposed 
work reported 11/17 P. 22. 

Que., Shawinigan Falls — Shawinigan 
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Water & Power Co., 107 Craig St. W., 
Montreal, developing 350,000 hp. La 
Trenche hydro-electric project on Upper- 
St. Maurice River, Lavoilette Co., on 
Rapides La Trenche, approx. 1,500 ft. be- 
low mouth of La Trenche River, to Shaw- 
inigan Eng. Co. Ltd., 107 Craig S. W.,, 
Montreal, approx. $30,000,000. 


INDUSTRIAL, COMMERCIAL 
& PUBLIC BUILDINGS 


Proposed Construction 


Mo., St. Louis Co.—Sisters of Mercy, 
c/o Sister Dominic, c/o St. John’s Hos- 
pital, 307 South Euclid Ave., St. Louis, 
Zone 10, 450 bed, brick, concrete stone, 
steel general hospital, on 93 acre site, 
Ballas and Conway Rds. Over $3,500,000 
with equip. 

N. J., Elizabeth—Interchemical Corp., 
Empire State Bldg., New York, N. Y.,, 
plant, Division and York St. $2,000,000. 

N. Y¥., New York—Dp. P’ Wks., Munici- 
pal Bldg., Zone 7, Welfare Island laundry, 
garage and firehouse, on Welfare Island. 
$4,200,000. Plans deposit $50. 

O., Cleveland—Jones & Laughlin Steel 
Corp., Jennings Rd., modernizing 7 con- 
tinuous hot strip-sheet mill at Otis Works, 
$12,700,000. 


Low Bidders & Contracts Awarded 


Ga., Atlanta—Franklin Simon Co., ¢/o 
Herbert Beidler, archt., 952 N. Michigan 
Ave., Chicago, Ill., department store, to 
George A. Fuller Co., 497 Madison Ave., 
| York, N. Y. Est. $1,000,000. Bids 
0/1, 

Ia., Davenport—vVictor Animatograph 
Co., S. G. Rose, pres., 807 Kahl Bldg., 1 
story, 150,000 sq. ft. floor space rein.- 
con. factory with 2 story office, trackage 
facilities, cafeteria, parking space on 11 
acre tract in Northwestern Industrial 
Dist., to George A. Fuller Co., Fuller 
Bldg., 597 Madison Ave., New York, N. Y. 
$1,500,000. 

Ky., Louisville—Jules Endler, George 
Horowitz and Shapiro & Sons, 1501 Bards- 
town Rd. 2 story, brick, rein.-con. store on 
present site, Lincoln Park, 4 and 6 Chest- 
nut Sts. Owner builds, $2,000,000. 

La., Shreveport—U. S. Eng., foot of Pry- 
tania St., New Orleans, Zone 9, general 
contract main hospital bldg., auxiliary 
bldgs., outside utilities and site work, 
veterans administration hospital, Proj. 
2456, for Veterans Admin., Vermont Ave., 
between H and I sts. N.W., Wash. 25, 
D. C., Items 2, 3, 7, 8 and 10, to J. Walter 
Bateson, Irwin Kessler Bldg., Dallas, Tex., 
$6,920,080***electrical work, to S. & H. 
Company, 601 Cotton St., Shreveport, 
$489,966***elevators in main bldg., to 
Otis Elevator Co., 852 Carondelet St., New 
Orleans,$292,600.. Grand total $7,702,648. 
Bids 11/7. 

Minn., Minneapolis—Western Electric 
Co., V. McLean, constr. engr., 900 Laurel 
Ave., general contract, 2_ story, bsmnt., 
250 x 375 ft., rein.-eon., brick wholesale 
warehouse, to C. F. Haglin & Sons, 1720 
National Bldg. Est. $2,000,000. Larson & 
McLaren, 1901 Foshay Tower, archts. 

Pa., Bristol—Seaboard Container Corp. 
51 and Grays Ave., Phila., 1 story, 
260x600 ft., masonry mfg. plant, to ¥ 
Closkey & Co., 1620 W. Thompson St, 
Phila., $750,000. Silverman & Levy archi) 
and Sauter & Castor, engrs., both 1 
Walnut St., Phila. 

Wis., Greenfield (Milwaukee P.0.)— 
Hotpoint, Ine., 4855 W. McGeoch — 
Zone 14, design and construction 1 wary. 
100x500 ft. steel, brick, plant addns., #7 
terations, concrete fdn. to Austin CO st 
N. Dearborn St., Chicago, I) . 
$750,000. 
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NEWS ABOUT PEOPLE 


Beauharnois Utility Makes 
Engineering Appointments 


Beauharnois Light. Heat & Power Co, 
Montreal, has appointed Rene Dupuis 
as superintending engineer of operation. 
Other recent assignments include Fred 
Willows as assistant superintending 
engineer of construction; Harold Ab- 
bott, plant engineer in charge of oper- 
ation and design engineering, and Yvon 
De Guise as superintendent of prop- 
erties and water control. Charles Pigot 
has been made general assistant, gen- 
erating stations and hydraulic division. 

Mr Dupuis is widely known as 
founder-director of the school of elec- 
trical engineering of Laval University. 
A native of Canada, Mr Dupuis received 
his engineering education at McGill 
University and the University of Nancy, 


R. Dupuis 
France. Associated with Westinghouse 
at Hamilton, Ont., for two years fol- 
lowing his return to Canada. he joined 
Shawinigan Water & Power Co in 1926. 
During his twelve years with Shawini- 
gan he engaged in generation and trans- 
mission work, in substations and in en- 
gineering, eventually leading to his ap- 
pointment in 1935 as head of the com- 
pany’s electrical department. When 
Laval established its school of electri- 
cal engineering in 1942, he was selected 
to head it. He has been chairman of the 
Quebec Branch of the Engineering In- 
stitute of Canada and has taken active 
part in the Corporation of Professional 
Engineers, AIEE and CIGRE (the In- 


ternational Conference of Large Elec- 
tric Systems) . 
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Mr. Willows has been identified with 
Beauharnois for seven years, for six as 
field engineer and as resident engineer 
of construction for the past year. Mr 
Abbott has been connected with the 
Beauharnois interests since 1930. Both 
Mr De Guise and Mr Pigot have also 
been associated with Beauharnois for a 
number of years. 


MeManus Elected President 
of Georgia Power Co 
(See Front Cover) 


Clifford B. McManus, vice-president 
and director of operations of the Georgia 
Power Co. Atlanta, has been elected 
president to succeed the late Preston S. 
Arkwright, Jr. Dan MacDougald, senior 
member of the law firm of MacDougald. 
Troutman, Sams & Branch, was elected 
chairman of the board of directors and 
John A. Sibley, president and chairman 
of the Trust Co of Georgia, was elected 
a member of the board. 

Mr McManus joined Georgia Power 
in 1927 as superintendent of district op- 
erations, after spending a number of 
years in various important managerial 
positions in utility operations. He be- 
came assistant operating manager in 
1929 and assistant to the president, later 
was elected to the board of directors, 
and then as vice-president and this year 
as vice-president and director of oper- 
ations. 

Born in Smithville, Ga., in 1895, Mr 
McManus was graduated from the Ala- 
bama Polytechnic Institute in 1916 in 
electrical engineering. He then joined 
Westinghouse in Pittsburgh and _ re- 
ceived further specialized training with 
General Electric Co. 

Early in 1918, Mr McManus joined 
the army and was commissioned a sec- 
ond lieutenant in the Corps of Engi- 
neers. Following the war he served in 
various capacities with Alabama Power 
Co as manager of the northern division 
and later as manager of the southern di- 
vision. 


> Orrin A. Lysarcer, for 21 years a 
member of the underground department 
of the Toledo Edison Co, has been 
appointed assistant superintendent of 
that department. 
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Arizona Edison Co Elects 
Reid Gardner President 


Reid Gardner has been named presi- 
dent of the Arizona Edison Co, Ine, 
Phoenix, to succeed the late Phillips 


R. GARDNER 


B. Shaw. Douglas B. McGregor has 
been elected executive vice-president. 
Prior to his election as president Mr 
Gardner was vice-president and general 
manager of the company, and Mr Mc- 
Gregor was vice-president and treasurer. 

Mr Gardner entered the public utility 


D. B. McGrecor 


field in 1924 in the general office of 
Michigan Bell Telephone Co, Detroit. 
While in that city, he worked on rate 
and training matters and was later ap- 
pointed division commercial supervisor 
of the central division of the company 
with headquarters at Saginaw, Mich. 

In 1930 he went to Cedar City, Utah, 
as assistant general manager of the 
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Southern Utah Power Co. This com- 
pany was one of a group of Western and 
Canadian properties being operated at 
that time by Mr Shaw, who was then 
president of the company. In 1931 he 
was elected vice-president and general 
manager, and in 1942 was elected presi- 
dent and general manager, the position 
he held until he entered Arizona Edison 
Co, Inc, as vice-president and operating 
manager early this year. 

Starting with the company’s account- 
ing department in 1930, Mr McGregor 
became chief clerk of the utility’s gen- 
eral office in 1933, advancing from this 
position to assistant secretary and as- 
sistant treasurer. He was appointed 
treasurer of the company in 1937 and 
to a vice-presidency in 1942. 


Square D Establishes 
General Sales Department 


Announcement has been made by 
F. W. Magin, president of the Square 
D Co, of the formation of a general 
sales department to coordinate sales 
promotion, advertising and over-all sales 
policies of the company’s electrical 
divisions. 

L. W. Mercer, vice-president, will 
serve as general sales manager under 
the new plan and will also continue as 
general manager, switch and_ panel 
division in Detroit. F. H. Roby has been 
appointed assistant general sales man- 
ager, responsible for over-all coordina- 
tion of field activity, advertising and 
sales promotion. For the present he 
will continue his current assignment of 
sales manager of the industrial con- 
troller division in Milwaukee. Offices 
will be maintained in both Detroit and 
Milwaukee. 

C. L. Hull will continue his current 
assignment as merchandise sales man- 
ager responsible for distribution activi- 
ties pertaining to power and lighting 
distribution equipment and _ industrial 
control, as well as sales manager of 
the switch and panel division. 

Headquarters for sales activity in the 
eleven western states will continue at 
Los Angeles under J. H. Pengilly, vice- 
president and general manager of the 
western division. Divisional head- 
quarters at Detroit, Milwaukee and Los 
Angeles will each include advertising 
sections, as at present. 


> Joun A. Meyer has been appointed 
electrical engineer, engineering con- 
struction department, Union Electric 
Co, St. Louis. Mr Meyer was formerly 
senior assistant engineer. He started 
with Union Electric in 1925. 
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OBITUARY 


Phillips B. Shaw 


Phillips B. Shaw, president of the 
Arizona Edison Co, Phoenix, whose 
death was recently announced (EW, 
Nov 15, Page 4) had been prominently 
connected with the utility field since 
1920, when he joined the National Elec- 
tric Power Co as a vice-president shortly 
after his discharge from the army after 
World War I. 

He became vice-president and di- 
rector in 1923 and president in 1925. 
Four years later he was named presi- 
dent of the North American Gas & 
Electric Co, the position he held until 
he was chosen to head the Arizona Edi- 
son Co in 1937. It was under his active 
management that this company branched 
out into many Arizona cities and be- 
came one of the top three utility com- 
panies of the state. 

Mr Shaw was born in New York, was 
graduated from Williams College and 
attended the law school at Columbia 
University. 


Frederick A. Gaby 


Frederick A. Gaby, formerly chief 
engineer of the Ontario Hydro-Electric 
Power Commission, died on Nov 14 of 
coronary thrombosis. He was 69 years 
old. Mr. Gaby had an outstanding 
career in the engineering field and had 
established an international reputation 
in connection with his work with On- 
tario Hydro. 

Following graduation from the Uni- 
versity of Toronto in 1903, Mr Gaby 
spent a number of years with the Gen- 
eral Electric Co of Canada and later 
he was connected with the City of 
Winnipeg, Man., where he acted as 
assistant engineer in the preparation of 
the designs and specifications of the 
municipal plant. He became indentified 
with Hydro in 1907, the following year 
was appointed chief assistant engineer 
and in 1912 chief engineer, the posi- 
tion he held until 1934. Mr Gaby then 
joined the Canadian Pacific Railway 
with headquarters in Montreal and in 
1936 relinquished these duties to be- 
come executive vice-president and direc- 
tor of the British American Oil Co. He 
retired in 1945. Mr Gaby was a former 
president of the Engineering Institute 


of Canada. 


> Joseph T. CuHase. who retired last 
March as vice-president of the Virginia 
Electric & Power Co in charge of the 
southern division, died of a heart attack 


November 


at his home in Roanoke Rapids on 
November 9. At the time of his death 
he was Roanoke Rapids’ mayor. Mr 
Chase had more than 40 years’ experi- 
ence in the public utility industry and 
in civic affairs in that city. He became 
affiliated with the old Roanoke Rapids 
Power Co in 1910, later becoming gen- 
eral manager. When the Virginia Elec. 
tric & Power Co acquired the local 
utility, Mr Chase was retained in an 
executive capacity. He had been a vice- 
president for 16 years at the time of 
his retirement. 


> MarsHAL_ Ross, manager of the heat- 
ing device and fan divisions of the ap- 
pliances and merchandise department of 
the General Electric Co, died on Nov 13 
in a Bridgeport (Conn.) hospital after 
an illness of two months. He was 41 
years old. Born in Kansas City, Mo., 
Mr Ross had been associated with Gen- 
eral Electric since 1929. Appointed 
sales manager of the fan and sun lamp 
divisions in 1941, Mr Ross was placed 
in charge of sales activities for traffic 
appliances in 1943. He was named to 
the position he held at the time of his 
death in 1944. 


> Martin W. Brown, for the past 13 
years general manager of the Orlando 
(Fla.) Utilities Commission, died on 
Nov 10 in a New York hospital. Mr 
Brown was 56 years old. He was as- 
sociated with Cheney Bros, operators 
of the Orlando light and water plant 
prior to its purchase by the city. Mr 
Brown became associated with the 
Utilities Commission when it was or- 
ganized in 1921 and in 1922 was made 
chief engineer. the position he held 
until 1932 when he became general 
superintendent. It was about two years 
after that he was named general man- 
ager. 


> Rocer HALDEMAN, retired operating 
engineer of the Pennsylvania Power & 
Light Co at the Hauto plant, died on 
Nov 13 in that city. He was 65 years 
old. Mr Haldeman was a native of 
Summithill, Pa. 


> Warten N. WALMSLEY, retired get- 
eral manager and vice-president of the 
Alabama Power Co, died on Nov 17 in 
New York. He was 76 years old. Mr 
Walmsley retired in 1922. 


> Samuet E. ALperson, 70, who retired 
a year ago as district line superinten- 
dent for the Pacific Power & Light Co 
at Yakima, Wash.. died in that city 
on Nov 7. He had been employed by 
the company for 40 years. 
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NEW EQUIPMENT 





Portable Floodlight 





A “HANDY” FLOODLIGHT for use 
around the home, garage, farm or small 
business establishment has been an- 
nounced by the Lighting Division of the 
General Electric Co. Designated Type 
L-65, this unit takes an ordinary 100-w 
lamp and is said to throw a powerful 
wide-angle beam. 

The floodlight features a snap-on 
ring for the front glass, making it pos- 
sible to replace lamps without the use 
of tools. A die-cast housing is supplied 

| for the lamp socket. A steel base allows 
| the unit to stand by itself, to be attached 
to a wall, beam, or outlet box. Wing- 
huts provide easy adjustment in any di- 
rection. A 6-ft cord with plug is in- 
cluded. Weight is 2 lb and dimensions 
8% in. long and 7% in. in diameter. 


Ms 


r-*” 


Ground Connector 


THE CROSS-GROOVE DESIGN of the new 
type GAR ground connector recently 
- developed by Burndy Engineering Co, 
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107 Bruckner Blvd, New York 54, N. Y., 
permits connection of ground bus either 
parallel to or at right angles to driven 
rod or pipe. 

In both applications, type GAR con- 
nector can be easily slipped over the 
driven rod even if the top has been 
mushroomed. The connection is made 
secure merely by tightening two nuts 
on the U-bolt. Current-carrying, high 
copper alloy cast body with silicon 
bronze U-bolts, nuts and lockwashers 
permit the entire connection to be 
buried in the ground without danger 
of corrosion. 

Type GAR connector can be supplied 
for all sizes of rod from 14-in. through 
6 in. I.P.S. and No. 8 solid through 
750M cir mils ground conductor. 


Small A-C Relay 


Series 41 is a small totally enclosed 
relay developed by Sigma Instruments, 
Inc, Boston 21, Mass. An application 
is with a sensitive mercury thermostat 
which switches the coil circuit of a re- 
lay, the relay in turn controlling the 
load. 

One standard type of relay operates 





with only 2 ma at 115 v a-c in the coil 
circuit. The relay contacts are said to 
be suitable for loads such as solenoid 
valves, incandescent indicator lamps 
and resistance heaters. 

Replacement after accidental dam- 
age or long service is made by plug-in 
mountings. Type 41-RO (illustrated) 
is stated to weigh only 3 oz and is 1144 
in. x 114 in. x 2 in. high above the base. 
This relay in combination with the new 
Amphenol socket permits screw con- 
nections to the relay. 


All-Glass Headlamp 





A HERMETICALLY SEALED, all-glass, 
aluminized reflector headlamp for trac- 
tors is available from Westinghouse 
Electric Corp, Bloomfield, N. J. 

The lamp, No. 4013, has a cover lens 
that distributes the light in a rectangu- 
lar beam 80 deg wide by 20 deg high. 
The hermetically sealed reflector of 
flashed aluminum has a high reflection 
factor (93 percent) and will not de- 
teriorate when the lamp is exposed to 
weather, it is reported. 

Although the lamp provides a com- 
plete optical package which is renewed 
at the end of lamp life, it must be placed 
in a suitable lamp housing for practical 
tractor use. 

Essential data on lamp No. 4013 are: 
25 w, 6-8 v, PAR-46 bulb, screw termi- 
nal base, 300-hr rated average labora- 
tory life, and 4-in. max over-all length. 


Window Transformer 


A LIGHTER WEIGHT transformer for 
window hanging luminous tube signs is 
now in production by Acme Electric 
Corp, Cuba, N. Y. This new trans- 
former, designated as type AL, has 
over-all dimensions: 914 in. long, 3 9/16 
in. wide, 3% in. high. The manufac- 
turer states that it performs the same 
service as pre-war transformers 5% in. 
high and weighing one-fifth more. 

Transformer has roomy compart- 
ment for primary cord connection and 
primary switch is at one end of case. 
Secondary cables 20 in. long of high- 
voltage wire have cable centers of 614 
in. The entire unit is finished in gray. 
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ELECTRICAL BUSINESS 


OUTLOOK 


THE MARSHALL PROGRAM will affect electrical 
manufacturers and utilities in a wide variety of 
ways. One of the most significant will be its im- 
pact on raw material supplies. Here is the way the 
situation in this regard appears to shape up. 


COAL—Europe wants 45 million tons and the US. 
will try to provide that amount. Production is 
adequate—assuming no serious strike. Transport 
is the real problem on coal. This is not likely to 
improve in 1948. 


At times, therefore, coal will be in tight supply 
in areas servicing the Eastern ports. 


Utilities might well press for one reform in Europe’s 
coal buying. Demand has been concentrated on high 
quality coking coal. There is no need for this, but 
with ocean freight a high proportion of total cost 
Europe has sought the best. The result is an extra 
squeeze—and one that is unnecessary. 


STEEL—This remains the number | problem on the 
materials front. Western Europe has asked for 
3.5 million tons (see chart), including 2.25 million 
tons of semi-finished items. Shipment of the latter 
would hit steel fabricators hard; so the amount 
finally allocated is likely to be considerably less. 


The forecast pictured in the chart below puts steel 
exports to Europe in 1948 at 2.6 million tons. Exports 
to all areas this year are 6.2 million tons. Heavier 
shipments to Europe, therefore, are not likely to 
prove a decisive factor in the steel picture. They 
certainly do not appear to warrant a return of war- 
time allocation control over steel. 


This conclusion gains further support from the 
production outlook. Basic ingot capacity is sched- 
uled to expand about 2.5 million tons by early 
1949. And for sheet and strip, items in shortest 
supply, capacity is expected to be 3 million tons 
greater by the end of 1948 than at mid-1947. 


SHEET AND STRIP—Western Europe wants 424,000 
tons in 1948. No matter how little it gets—and in 
spite of production gains—these key products prob- 
ably will continue in short supply. However, the 
1948 position should be one of steady improvement 
over this year. 
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Other finished steel products needed badly by 
Europe are tin plate and pipe and tubes. All are 
very short relative to demand. Orders for pipe 
and tubes, for example, stretch into a 


Europe’s program for petroleum expansion may 
have to take precedence over some pipe and tube 
business already on steel producer's books. 


OIL—Europe will take as much oil from the US, 
next year as this. And it will require more from 
the Caribbean. The amounts involved don’t bulk 
large beside U.S. consumption. But they add the 
extra margin that makes for a tight situation. 


Transport is one of the big headaches for oil pro- 
ducers. Pipeline and tank car facilities are in. 
adequate for full use of all facilities. 


Oil producers have a huge capital expansion 
under way, and it covers all aspects of the busi- 
ness. But it won't prevent a growing shortage of 
fuel oil and certain other petroleum products over 
coming months. 


Utilities therefore will do well to go slow on plans 
to switch to fuel oil in the near future. 


Europe’s plan to expand oil facilities is certain to 
lag. Shipments from the Western Hemisphere must 
of necessity be heavier for several years than any- 
one wants. So the oil shortage may hang on 
longer than originally expected. 


COPPER—This metal has been in easier supply 
for several months. Foreign producers have even 
increased their stocks of refined. However, the 
production margin now available will be fully 
absorbed as Europe expands its consumption in 
1948. 


Heavier world demand in 1948 is likely to hold 
copper prices at their current level. They are nol 
expected to move higher. 


THE MARSHALL PROGRAM AND STEEL 
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